[3 Edv. 7.] 'Electric Lighting Provisional Order (No. 1), 1 


A 

BILL 


TO 


Confirm a Provisional Order made by tlie Board of Trade a.d. 1903 . 
under the Electric Lighting Acts 1882 and 1888 
relating to Mitchelstown in the County of Cork. 


• TT7HEI1EAS under the authority of the Electric Lighting Acts 45 & 46 Viet. 

V V 1882 and 1888 the Board of Trade have made the Provisional g'/J’gny t 
Order set out in the schedule to this Act : c . 12. “ 

And whereas a Provisional Order made by the Board of Trade 
5 under the authority of the said Acts is not of any validity or Jorce 
whatever until the confirmation thereof by Act of Parliament : 

And whereas it is expedient that the Provisional Order made 
by the Board of Trade under the authority of the said Acts 
as set out i.11 the schedule to this Act be confirmed by Act of 
10 Parliament: 


Be it therefore enacted by the King’s most Excellent Majesty 
by and with the advice and consent of the Lords Spiritual and 
Temporal and Commons in this present Parliament assembled and 
by the authority of the same as follow's : — 

15 1. This Act may he cited as the Electric Lighting Order Short title. 

Confirmation (No. 1) Act 1903. 

2. The Order as set out in the schedule to this Act. shall Order in 
he and the same is hereby confirmed and all the provisions sc ^ (lule 

^ ... confirmed. 

thereof in manner and form as they arc set out in the, said 
2o schedule shall from and after the passing of this Act have full 
validity and eifect. 


[Bill 138.] 
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Electric Lighting Provisional Order (No. 1). [3 Edw. 7.] 


A.D. 1903. 

Mitchelstown. 


Short title. 


Incorporation 
of Electric 
Lighting 
(Clauses) Act 
1899. 


Undertakers. 


Area of supply. 


Compulsory 

■works. 


Maximum 

prices. 


Commence- 
ment of Order. 


SCHEDULE. 


MITCHELSTOWN ELECTRIC LIGHTING. 


Provisional Order granted by the Board of Trade under the 
Electric Lighting Acts 18S2 and 18SS to the Mitchelstown 
Rural District Council No. 1 in respect of the town of 5 
Mitchelstown in the Comity of Cork. 


1. This Order may be cited as the Mitchelstown Electric Lighting 
Order 1903. 

2. The provisions contained in the schedule to the Electric Lighting 
(Clauses) Act 1899 (with the exception of section 83 of that schedule) are 10 
incorporated with and form part of this Order. 


3. The Undertakers for the purposes of this Order and within the 
meaning of section 2 of the schedule to the Electric Lighting (Clauses) Act 
1899 are the Mitchelstown Rural District Council No. 1. 

4. The area of supply for the purposes of this Order and within the 15 

meaning of section 4 of the schedule to the Electric Lighting (Glauses) Act 
1899 shall be the area which is described in the First Schedule to this Order 
and is more particularly delineated on the map deposited together with this 
Order at the Board of Trade by the Undertakers and signed by an assistant 
secretary to the Board of Trade. 20 


5. The streets and parts of streets throughout which the Undertakers 
are to lay down suitable and sufficient distributing mains for the purposes 
of general supply within a period of two years after the commencement 
of this Order as mentioned in section 21 of the schedule to the Electric 
Lighting (Clauses) Act 1899 are those mentioned in the Second Schedule 
to this Order. 


25 


6. The maximum prices which may he charged by the Undertakers as 
mentioned in section 32 of the schedule to the Electric Lighting (Clauses) 
Act 1899 are those stated in. the Third Schedule to this Order. 

7. This Order shall come into force upon the day when the Act confirming 30 
this Order is passed and that day for the purposes cf the Electric Lighting 
(Clauses) Act 1899 shall be the commencement of this Order. 
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SCHEDULES. 


FIEST SCHEDULE. 


Area of Supply. 

The town of Mitchelstown as constituted at the commencement of 
5 this Order. 


SECOND SCHEDULE. 


List of Streets and parts of Streets throughout which the Undertakers are to 
lay Distributing Mains for the purposes of general supply within a 
period of Two Years after the commencement of this Order. 

Upper Cork Street Lower Cork Street New Square Baldwin Street 
and King’s Square. 


THIRD SCHEDULE. 


Maximum Prices. 

In this schedule — 

15 The expression “ unit ” shall mean the energy contained in a current of 

one thousand amperes flowing under an electro-motive force of one 
volt during one hour. 

Section- 1. 

Where the Undertakers charge any consumer by the actual amount of 
20 ener fly supplied to him they shall he entitled to charge him at the following 
rates per quarter For any amount up to twenty units thirteen shillings and 
fourpence and for each unit over twenty units eightpence. 

Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
25 contained in the supply given to him they shall be entitled to charge him 
according to the rates set forth in section 1 of this schedule the amount of 
energy supplied to him being taken to be the product of that electrical 
quantity and the declared pressure at the consumer’s terminals that is to say 
such a constant pressure at those terminals as may be declared by the 
30 Undertakers under the Board of Trade regulations. 


A.D. 1903. 

Mitchelttown. 
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